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Wechsler and Abraham 
Brooklyn, N.Y., 
August 21, 1889 


Dear Sirs, 


Kindly inform us to decide an argument, the exact weight of Solid Cubic foot of Pure 
Gold, also the value attached to it. 


Oblige & respectfully 
Yours &c. 
A. David Long 


[Noted at bottom: ] 


One cubic inch of pure gold weighs 10.1602 troy ozs. 
Value $210.067 


One Cubic foot 1728 = inches 
Weighs in lbs 1204. & $363,000 value about 
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